/ a YOU'RE RIGHT ...They Are 


ALL NEW and 
They Are From DUPLEX 


YOU’LL BE RIGHT Too If You Offer These Four 


All New Items To Your Customers. 


YOU'RE RIGHT — These units have more features 
than any comparable Rollaway and Chest in their 
price field. 


YOU’RE RIGHT — They are interchangeable. You 
can use either chest on either roller cabinet. As with 
all Duplex units. 


YOWRE RIGHT — Pound for pound these chests 


and cabinets offer the utmost in rugged dependable 
service. Your customers will appreciate this. 


1243 Chest Shown With 1241 Roller Cabinet 


YOU'RE RIGHT — More profit can be realized from 
the sale of Duplex Roller Cabinets and Chests than on 
any other line. 


YOU’RE RIGHT — These units were designed by 
mechanics for mechanics. With plently of drawer 
space, lots of storage, maximum security locking 
arrangement. Handy full length drawer pulls. Attrac- 
tive two-tone enamel finish. Baked on for lasting 
durability. 


If You Placed an Order Today for These All 
New Duplex Chests and Rollaways, Plan on 
Displaying and Promoting Them to Your Customers. 


YOU’RE RIGHT 


1244 Chest Shown With 1242 Roller Cabinet 
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MECHANICS CHESTS 


1243 —8 Drawer Mechanics Tool Chest 
1244— 10 Drawer Mechanics Tool Chest 


Two all new mechanics chests designed to give maximum protection 
for your valuable tools: — convenient storage in your choice of 8 
or 10 drawer units. Heavily reinforced throughout. Double action 
locking front folds back for easy access to top till. Full length 
drawer pulls open from any position. Electrically welded throughout 
including drawer dividers. No sag drawers. Easy pull drawer 
suspensions with stops, can be removed for cleaning. Cylinder- 
type lock with 2 keys. Finished in attractive two-tone enamel 
Rocket Red/Mechanics Gray, baked on for lasting durability. 


Weight: 1243 — 69 lbs. 1244 — 71 Ibs. 


1243 Overall 26”x12”x144” 
3 Drawers, 1”x574"x10%” 2 Drawers, 134”x1075"x10%4” 
1 Drawer, 4”x574"x10%4” 1 Drawer, 134”x2334"x10%4” 
1 Drawer, 3%6"x2334"x10%" Tote Tray 19”x734”x1%4” 


Overall 26”x12”x1414” 

6 Drawers, 1”x57%"x10%4” 2 Drawers, 134”x107”"x10%” 
1 Drawer, 134”x101%5"x2334” 1 Drawer, 375”x2334"x10%” 
Tote Tray 19”x734”"x1%” Standard Equipment. 


1244 Additional Storage Area — 
Two Full Length Drawers 
Hide-a-way Panel — Tumber Lock 
Dimensions— Overall 26” x 12” x 8%” 
Weight 30 lbs. 


New Add A Chest 
1246 Designed as a 
Companion to These 
Chests and Cabinets. 


1246 


User Net $26.25 


ROLLER CABINETS 


1240 —3 Drawer with Storage Area. (Not illustrated.) 
1241—4 Drawer with Storage Area. 
1242 —5 Drawer with Storage Area. 


Companion to the all new Mechanics Chest are 3 new Rollaways. 
Designed for the master mechanic who needs mobile tool storage. 
Heavy duty construction, reinforced throughout. All electrically 
welded. Your choice of drawer arrangements, with ample storage 
compartment. Hide-a-way panel locks along with drawers pro- 
viding maximum protection for valuable tools. 4” true tracking 
casters. 2 fixed, 2 swivel. Full stop easy slide drawer suspensions, 
removable for cleaning. Finished in two-toned baked enamel Rocket 
Red and Mechanics Gray. 

Weight: 1240 — 100 Ibs. 1241 — 104 Ibs. 1242 — 109 Ibs. 


1240 (Not illustrated) Overall 2634”x18"x324” 
3 Drawers, 4”x2114"x17” 
Storage Compartment 10’x22%4"x17” 


Overall 2634”x18”"x3244” 
2 Drawers, 134”x211%4"x17” 


2 Drawers, 4’x21%4”"x17” 
Storage Compartment 10”x22%"x17” 


Overall 2636”x18"x3214” 

4 Drawers, 134”x21%4"x17” 

1 Drawer, 4’x21%"x17” 

Storage Compartment 10”x221%4"x17” 


ALL UNITS INTERCHANGEABLE — 
— ANY CHEST WITH ANY CABINET 
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